EAST  LIBERTY  PRESBYTERIAN  CHURCH 
PITTSBURGH,  PENNSYLVANIA 

The  greatest  of  all  carillons,  the  Sehulmerich 
"Carillon  Americana"*  Bells  enhances  the  prestige  of 
this  magnificent  church.  The  "Carillon  Americana' 
Bells  were  designed  to  produce  not  only  the  cast  bell 
tone  and  performance,  but  through  the  addition  of 
other  percussion  instruments,  permits  a  degree  of 
musical  blending  and  colors  that  have  never  been 
possible  before.  The  61  bells  of  the  "Arlington' 
Carillon  produce  a  tonal  equivalent  of  a  cast  bell 
carillon  vyeighing  275,372  lbs.,  to  this  is  added  the 
musical  tones  of  Harp  Bells,  Celesta  Bells,  Quadra 
Bells,  and  others.  This  instrument  is  truly  the  largest 
and  most  versatile  carillon  in  the  world. 

For  information  write  to' 

SCHULMERICH  CARILLONS,  INC. 
PC-1AA  Carillon  Hill,  Sellersville,  Pennsylvania 
Or  contact  your  Schu/merich  Represenfafive: 


*"Cari//on  Americana"  and  "Arlington"  are  trademarks  for  bell 
instruments  of  Schu/merich  Carillons,  Inc. 
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